AMENDMENT NO. 5 JULY 2013 
TO 
IS 10080 : 1982 SPECIFICATION FOR VIBRATION 
MACHINE FOR CASTING STANDARD CEMENT 
MORTAR CUBES 


[Page 9, clause 3.5 (see also Amendment No. 2), line 5 and Fig. 3] — 
Substitute ‘225 mm to 250 mm’ for ‘150 to 175 mm’. 


(CED 2) 
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